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attached are two Rectifier Bureau repor-Wwhich are sent to you for 
retention in the belief that they may be 'of interest to you, These report 
are as follows ; 


J“eu Report IB-Hg 50: Temperature curve for lead seals in the glass press 
L' a tube with internal cooling,. 

b. Report Hg 59 : Work; on a single-anode rectifier, 
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